To:  Restivo,  Angela[Restivo.Angela@epa.gov];  Atkins,  Biake[Atkins. Blake@epa.gov];  McCasland, 

Mark[McCasiand. Mark@epa.gov];  Garcia,  David[Garcia. David@epa.gov];  McCoy, 

Melinda[McCoy. Melinda@epa.gov];  Kirkland,  Robertfkirkland.  robert@epa.gov] 

Cc:  Foster,  Althea[Foster.Althea@epa.gov];  Crossland,  Ronnie[Crossland. Ronnie@epa.gov]; 

Webster,  Susan[webster.susan@epa.gov] 

From:  Brown,  Jamesr 

Sent:  Fri  8/7/2015  7:40:24  PM 

Subject:  RE:  rough  estimates  on  travel  time-internal  use  only 


Thanks  Angela. 

Can  we  send  this  information  to  NMED  and  the  Drinking  Water  Bureau? 
Jim 


James  R.  Brown,  P.G. 

Associate  Director 
Source  Water  Protection  Branch 
Water  Quality  Protection  Division 
U.S.  EPA  Region  6 

1445  Ross  Avenue  (Mail  Code:  6WQ-N) 
Dallas,  Texas  75202-2733 
Phone:  (214)  665-3175 


http://www.epa.gov/region6/water/index.htm 


From:  Restivo,  Angela 

Sent:  Friday,  August  07,  2015  2:36  PM 
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To:  Brown,  Jamesr;  Atkins,  Blake;  McCasland,  Mark;  Garcia,  David;  McCoy,  Melinda; 
Kirkland,  Robert 

Cc:  Foster,  Althea;  Crossland,  Ronnie;  Webster,  Susan 
Subject:  rough  estimates  on  travel  time-internal  use  only 


For  internal  use  only. 
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Angela  Restivo 
Compliance  Officer 
Drinking  Water  Section 
U.S.  EPA  Region  6 
1445  Ross  Ave  (6WQ-SD) 
Dallas, Texas  75202-2733 
phone:  214-665-7123 
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